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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 010136 
ORIGIN OC-06 

INFO OCT-01 AF-10 ISO-OO CCO-OO SY-05 OCL-OO A-01 
FBOE-OO /023 R 

DRAFTED BY OC/OP-E:BSKOFFMAN/PWS 
APPROVED BY A/OC:WENAEHER 
OC/PE:GRYOUNTS 
OC/AF : RLLOCHMILLER 
OC/L:WSCHWEIKART(SUBS) 

DESIRED DISTRIBUTION 
OC/S, A/SY/FO, AF/EX, A/FBO 

010768 132136Z/63 

OR 132116ZJAN78 
FM SECSTATE WASHDC 
TO AMEMBASSY LAGOS IMMEDIATE 
INFO AMEMBASSY ACCRA 
AMEMBASSY MONROVIA 

UNCLAS STATE 010136 

ACCRA FOR RCO, MONROVIA FOR ATO 

E.O. 11652: N/A 

TAGS: AFAC, ASEC 

SUBJECT: NOB - CCC 

1 . PLEASE MAKE FOLLOWING ADDITIONS AND CHANGES TO THE 
A&E DRAWING E-10 DATED 23 JUNE 77. 

A. INSTALL SINGLE NO.2 AWG CONDUCTOR IN A SEPARATE ONE (1) 

INCH CONDUIT FROM THE GROUND POINT TO THE "PNL CCC." CON- 
DUIT MUST BE ACCESSIBLE FOR INSPECTION. 

B. CIRCUIT BETWEEN PNL CCC AND AUX PNR PNL MUST BE FIVE (5) 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 010136 

NO. 6 THW VICE FOUR (4) NO. 6 THW. CONDUIT SIZE MUST BE 
1 1/4" VICE 1". 

C. CIRCUIT CONNECTING 40 KW GENERATOR, A.T.S., VOLTAGE 
REGULATOR, ETC., MUST BE FIVE (5) NO. 2/0 THW VICE FOUR 
(4) NO. 2/0 THW. CONDUIT SIZE (2 1/2") WILL NOT CHANGE. 
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CHRISTOPHER 

UNCLASSIFIED 

NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 jan 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE010136 

Document Source: CORE 

Document Unique ID: 00 

Drafter: E:BSKOFFMAN/PWS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780021-0082 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 97801 64/aaaaccfq. tel 

Line Count: 63 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 221efce3-c288-dd11-92da-001cc4696bcc 
Office: ORIGIN OC 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 22 feb 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3776286 
Secure: OPEN 
Status: NATIVE 
Subject: NOB - CCC 
TAGS: AFAC, ASEC 
To: LAGOS 
Type: TE 

vdkvgwkey : odbc://SAS/SAS.dbo.SAS_Docs/221 efce3-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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